160

9203240100 Forwards insp repts 50-387/92-04 & 50-388/92-04 on 920218-21 .No viola-
tions noted.Annual exercise demonstrated ability to take appropriate action to protect
public health & safety.

JOYNER.J.H. Region 1 {Post 820201), 92/03/13. KEISER.H. Pennsylvania Power &
Light Co. 4pp. 61053:345-61053:359.

-9203240107 Insp repts 50-387/92-04 & 50-388/92-04 on 920218-21.No violations
noted.Major areas inspected:emergency preparedness including annual.partial partici-
pation exercise .program changes & emergency facilities.

ECKERT.L,  MCCABE.E.  Region  1   (Post 820201).  92/03/12.   11pp.  61053:349-
61053:359.

R. Periodic operating reports & related correspondence

9203060103 "Semiannual Radioactive Effluent Release Rept for Jul-Dec 1991." W/
920302 Itr.

KEISER.H.W. Pennsylvania Power & light Co. 91/12/31. MARTIN.T.T. Region 1 (Post
820201). 91pp. 60827:261-60827:358.

9203160151 "1991  EPA Hazardous Waste Rept," for Susquehanna Steam Electric
Station.W/920228 Itr.
BELLES.T.D. Pennsylvania Power & Light Co. 91/12/31. 20pp. 60968:246-60968:265.

9203020269 Forwards semiannual fitness-for-duty performance rept for Jul-Dec 1991.
KEISER.H.W. Pennsylvania Power & Light Co. 92/02/26. MILLER.C.L Project Direc-
torate I-2. 4pp. 60783:307-60783:310.

9203190160 Monthly operating repts for Feb 1992 for Susquehanna Steam Electric
Station.W/920316ltr.

YOUNG.KA,   KElSER,H.W.   Pennsylvania  Power  &  Light  Co.   92/02/29.   10pp.
60977:174-60977:183.

9203260239 "NPDES Permit Monitoring Rept for Susquenhanna Steam Electric Station
for Feb 1991." W/920317 Itr.

FIELDS.J.S. Pennsylvania Power & Light Co. 92/02/29. W1LKES.J.J. Pennsylvania,
Commonwealth of. 12pp. 61164:156-61164:167.

S. Reportable occurrences, LERs & related correspondence

9203090168 NPDES noncompliance notification:on 920204,leak occurred in emergency
spray pond makeup & deictng line,resulting in discharge of 15-25 gallons of river water
per minute to storm drains.Sample results listed on encl.

FIELDS.J.S. Pennsylvania Power & Light Co. 92/02/28. LEHMAN.S. Pennsylvania,
Commonwealth of. 2pp. 60884:175-60884:176.

9203090018 Special repton 920131,diesel generator E jacket water leak discovered at
expansion joint.Caused by thermal & vibrational fatigue failure in expansion seal due
to mechanical scratching.Seal replaced & procedure revised.

STANLEY.H.G. Pennsylvania Power & Light Co. 92/03/02. MARTINJ.T. Region 1
(Post 820201). 3pp. 60862:103-60862:105.

9203160251 LER 92-002-00:on 920211.one inch diameter hole found in east wall of
cable chase.within fire zone.Cause not determined but probably existed since
constructioaOpening to be sealed & TS revised to prohibit drilling against TS.W/
920310 Itr.

RYDER.T.S.,   STANLEY.H.G.   Pennsylvania  Power  &  Light  Co.   92/03/10.  4pp.
60997:144-60997:147.

9203250256 LER 92-001-00:on 920223.ESF actuations occurred due to EPA breaker
trip.Cause not determined as of yetRPS bus was placed on alternate power supply &
all isolations reset within 30 minutes.W/920320 Itr.

METER.J.J.,   STANLEY.H.G.   Pennsylvania  Power  &  Light  Co.   92/03/20.   5pp.
61224:172-61224:176.

9203260230 LER 92-004-00:on 920220.operator unable to open drywell nitrogen make-
up outboard isolation valve.Caused by failure of relay circuit board in SGTS exhaust
radiation monitoring circuit.Circurt board replaced.W/920323 Itr.
WEHRY.R.R., STANLEY.H.G. Pennsylvania Power & Light
61224:337-61224:340,

Light  Co.  92/03/23.  4pp.

V. Operator Examinations

9203190076 Forwards mgt meeting insp repts 50-387/92-10 & 50-388/92-01 on
920214.

BETTENHAUSEN.L Region 1 (Post 820201). 92/03/11. KEISER.H.W. Pennsylvania
Power & Light Co. 3pp. 60959:226-60959:299.

-9203190099 Mgt meeting repts 50-387/92-10 & 50-388/92-10 on 920214. Major areas
discussed:licensees action in response to weakness identified during licensed opera-
tor requalification program evaluation.

WALKER.T., CONTE.R.J. Region  1   (Post 820201). 92/03/11. 72pp. 60959:229-
60959:299.

9203300123 Confirms arrangement for license exams & requalification retake exams
scheduled for wk of 920706.

CONTE.R.J. Region 1 (Post 820201). 92/03/17. KEISER.H.W. Pennsylvania Power &
LightCo. 14pp. 61111:100-61111:113.

DOCKET 50-388 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 2

F. Security, medical, emergency & fire protection plans

9203030063 Forwards Change EE to Physical Security Plan.Change withheld (ref
10CFR73.21).

KEISER.H.W. Pennsylvania Power & Light Co. 92/02/26. MARTIN.T.T. Region 1 (Post
820201), 1p, 60782:303-60782:303.

9203050011 Forwards insp repts 50-387/92-02 & 50-388/92-02 on 920101- 0210 &
notice of violation,

BLOUGH.A.R. Region 1 (Post 820201). 92/02/28. KEISER.H.W. Pennsylvania Power
& Light Co. 3pp. 60790:025-60790:051.

-9203050014 Insp repts 50-387/92-02 & 50-388/92-02 on 920102-0210. Violations
noted.Major    areas    inspected:operations,    radiological    controls,maint,emergency
preparedness.security & engineering/technical support.
WHITE.J. Region 1 (Post 820201). 92/02/27. 22pp. 60790:030-60790:051.

9203240090 Forwards safeguards insp repts 50-387/92-09 & 50-388/92-09 on 920302-
OS.No violations noted.NRC found that physical security program directed toward pro-
tection of public health & safely.

JOYNER.J.H. Region 1 (Post 820201). 92/03/12. KEISER.H.W. Pennsylvania Power
& Light Co. 4pp. 61053:318-61053:327.

-9203240094 Insp repts 50-387/92-09 & 50-388/92-09 on 920302-OS.No violations
noted.Major areas inspected:previously identified fitness-for-duty items.security pro-
gram plans & protected & vital area access control of personnel.
SMITH.G.C. Region 1 (Post 820201). 92/03/12. 6pp. 61053:322-61053:327.

9203240100 Forwards insp repts 50-387/92-04 & 50-388/92-04 on 920218-21 .No viola-
tions noted.Annual exercise demonstrated ability to take appropriate action to protect
public health & safety.

JOYNER.J.H. Region 1 (Post 820201). 92/03/13. KEISER.H. Pennsylvania Power &
Light Co. 4pp. 61053:345-61053:359.

-9203240107 Insp repts 50-387/92-04 & 50-388/92-04 on 920218-21 .No violations
noted.Major areas inspected:emergency preparedness including annual.partial partici-
pation exercise.program changes & emergency facilities.
ECKERT.L Region 1 (Post 820201). 92/03/12. 11pp. 61053:349-61053:359.

9203260324 Requests addl info re emergency operating procedures for plant.
RALIEGH.JJ. Project Directorate I-2. 92/03/19. KEISER.H.W. Pennsylvania Power &
Light Co. 4pp. 61092:357-61092:360.

9203270144 Advises that Emergency Response Data Sys (ERDS) implementation plan
in util 911220 Itr acceptable.Formal sys testing as described in Steps 9 & 10 of ERDS
Transmission Reception Plan.App A to NUREG-1394 (Rev 1) required,
MILLER.C.L Project Directorate I-2. 92/03/19. KEISER.H.W. Pennsylvania Power &
Light Co. 4pp. 61166:070-61166:073.

H. General correspondence

9203110150 Forwards info re organizational changes in nuclear dept as result of oper-
ational   effectiveness   review.Changes   will   be   reflected   in   annual   update  to
FSAR.Changes cover nuclear maint,nuclear security & nuclear plant svcs.
KEISER.H.W. Pennsylvania Power & Light Co. 92/03/04. MILLER.C.L Project Direc-
torate I-2. 22pp. 60897:123-60897:145.

9203160246 Comment on proposed rule 10CFR50 & 52 re training & qualification of nu-
clear power plantExpresses concerns of potential for inconsistent & inappropriate ap-
plication by individual NRC inspectors & examiners.

KEISER.H.W. Pennsylvania Power & Light Co. 92/03/09. CHILK.SJ. Office of the
Secretary of the Commission. 5pp. 60911:329-60911:333.

J. Insurance & indemnity information

9203090394 Forwards Endorsement 64 to NELIA Policy NF-262,Endorsement 47 to
MAELU Policy MF-107,Endorsement 8 to NELIA Policy NW-157.Endorsement 8 to
MAELU Policy MW-77 & Endorsement 15 to NELIA Certificate N-84.
KEISER.H.W. Pennsylvania Power & Light Co. 92/03/06. SALTZMAN.J. Office of
State Programs (Post 911117). 18pp. 60882:321-60882:338.

P. Operating license stage documents & correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities - 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036.

9203090230 Forwards response to NRC 910730 request for addl info re Proposed
Amend 137 to License NPF-14 & Proposed Amend 91 to License NPF-22 re elimina-
tion of temp leak detection isolation function in RHR room.

KEISER.H.W. Pennsylvania Power & Light Co. 92/03/03. MILLER.C.L. Project Direc-
torate I-2. 61pp. 60868:055-60868:156.

-9203090246 Rev 0 to Calculation M-SLD-003,"Steam Leak Detection Calc-RHR Pump
Rooms."

* Pennsylvania Power & Light Co. M-SLD-003 ROO. 89/09/27. 42pp. 60868:116-
60868:156.

9203110003 Advises that util proposes to withdraw 911104 Proposed Amends 149 &
103 to Licenses NPF-14 & NPF-22,respectively. based on 920128 & 0228 discussions
w/NRC.Amends changed TS re operational effectiveness review.
KEISER,H.W. Pennsylvania Power & Light Co. 92/03/04. MILLER.C.L Project Direc-
torate I-2. 2pp. 60897:283-60897:284.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79. "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOW,J,G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity, 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 12pp. 61085:001 -61085:012.. Pennsylvania Power
